Ordeal by Fire

between the horse contractors and the stations to
borrow more horses and coachmen to haul out more
engines. The situation was complicated by other calls
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to fires which kept coming in from other districts in a
most extraordinary manner.

It will illustrate the unprotected condition of all districts
of London to state that steamers were at the Westbourne
fire and at work from Brompton, Chelsea, Kensington,
North Kensington, Paddington, Baker Street, Portland Road,
Regent Street, Glerkenwell, Islington, St Luke's, Scotland
Yard, Kentish Town, Holloway, Hackney, Mile End,
Poplar, Shadwell, Bishopsgate, Shoreditch, Kennington,
Tooley Street, Rotherhithe, Deptford, Old Kent Road,
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